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TO TEST BRANDS FOR TEXAS COMPLIANCE 


Test Categories/Tests _ 

Smoke 

FTC Butt Length, mm 
Tar/Puff, mg 
TX Tar, mg/cigt. 

TX Tpm, mg/cigt. 

TX Nicotine, mg/cigt. 

TX Water, mg/cigt. 

TX Puffs/Cigt. 

TX pH in Whole Smoke 
Filter 

Tipping Paper Length, mm 
Ventilation 
Filler 

Tobacco Weight, g 
Total Alkaloids, mg/g 
OV After Grinding 


Test Categories/Tests _ 

Smoke 

FTC Butt Length, mm 
Tar/Puff, mg 
TX Tar, mg/cigt. 

TX Tpm, mg/cigt. 

TX Nicotine, mg/cigt. 

TX Water, mg/cigt. 

TX Puffs/Clgt. 

TX pH in Whole Smoke 
Filter 

Tipping Paper Length, mm 
Ventilation 
Filler 

Tobacco Weight, g 
Total Alkaloids, mg/g 
OV After Grinding 


Test Categories/Tests 
Smoke 

FTC Butt Length, mm 
Tar/Puff, mg 
TX Tar, mg/cigt. 

TX Tpm, mg/cigt. 

TX Nicotine, mg/cigt. 
TX Water, mg/cigt. 

TX Puffs/Cigt. 


ME 6 


Target 

Average 

StdDev 

N 


35.0 




1.8 




19.6 

1.17 

32 


27.8 

1.88 

32 


1.38 

0.090 

32 


6.76 

0.998 

32 


11.1 

0.47 

32 


5.0 

0.02 

2 


31.9 

0.30 

20 


34 

3.3 

100 


0.702 

0.0028 

2 


18.05 

0.226 

2 


12.0 

0.02 

2 

ME 6M 




Target 

Average 

StdDev 

N 


35.0 




1.7 




18.9 

0.99 

32 


26.9 

1.69 

32 


1.27 

0.049 

32 


6.77 

0.893 

32 


11.0 

0.37 

32 


5,0 

0.06 

2 


32.1 

0.09 

20 


30 

4.6 

100 


0.706 

0.0010 

2 


17.80 

0.042 

2 


11.9 

0.01 

2 

MU8M 




Target 

Average 

StdDev 

N 


39.0 




1.3 




18.1 

0.87 

33 


22.6 

1.13 

33 


1.35 

0.059 

33 


3.06 

0.469 

33 


13.5 

0.45 

33 


ME6B 


Target 

Average 

StdDev 

N 


35.0 

1.7 

18.2 

0.99 

34 


25,6 

1.44 

34 


1.30 

0.058 

34 


6.13 

0.781 

34 


10.7 

0.32 

34 


5.0 

0.03 

2 


32.1 

0.07 

20 


33 

2.4 

100 


0.670 

0.0014 

2 


18.07 

0.028 

2 


12.1 

0.02 

2 

MU8B 




Target 

Average 

StdDev 

N 


39.0 

1,5 

18.2 

0.96 

34 


23.6 

1.53 

34 


1.46 

0.070 

34 


3.98 

0.769 

34 


12.2 

0.45 

34 


5.0 

0.02 

2 


36.0 

0.17 

20 


48 

3.0 

100 


0.686 

0.0014 

2 


18.91 

0.290 

2 


11.4 

0.01 

2 

MU6 




Target 

Average 

StdDev 

N 


35.0 

1.4 

13.6 

0.79 

33 


17.9 

1.03 

33 


1.04 

0.053 

33 


3.29 

0.460 

33 


9.5 

0.29 

33 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 


Doc-Code: P0622 Page 1 of 3 


PM3000396731 


Source: https://www.industrydocuments.ucsf.edu/docs/xrdl0001 





flah&vq ' PRODUCT TESTING LABORATORY Philip Morris USA 

Final Laboratory Averages Report Confidential 

- t ' 

Report Date.: 12/07/98 11:12 AM Reported By...: Peters,Linda W. 

Request.....: TX98-2 Date Submitted: 09/29/98 

Submitter...: E. Chambers/C. Callicutt Date Received.: 09/30/98 

Request Type: inti Date Completed: 10/16/98 

Activity : T00107 Approved By.,.: Peters,Linda W. 


Description.: none - to test brands for Texas compliance 


TX pH in Whole Smoke 


5.0 

0.04 

2 


5.0 

0.02 

2 

Filter 









Tipping Paper Length, mm 


36.1 

0.21 

20 


32.1 

0.09 

20 

Ventilation 

Filler 


53 

1.8 

100 


51 

3.0 

100 

Tobacco Weight, g 


0.764 

0.0010 

2 


0.612 

0.0042 

2 

Total Alkaloids, mg/g 


18.78 

0.212 

2 


18.55 

0.092 

2 

OV After Grinding 

MU6B 

12.4 

0.02 

2 

MU6M 

11.2 

0.03 

2 

Test Cateqories/Tests 

Target 

Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 









PTC Butt Length, mm 


35.0 




35.0 



Tar/Puff, mg 


1.5 




1.4 



TX Tar, mg/cigt. 


14.8 

0.92 

33 


15.0 

1.01 

33 

TX Tpm, mg/cigt. 


19.9 

1.09 

33 


19.7 

1.46 

33 

TX Nicotine, mg/cigt. 


1.15 

0.045 

33 


1.14 

0.056 

33 

TX Water, mg/cigt. 


4.02 

0.503 

33 


3.63 

0.701 

33 

TX Puffs/Cigt, 


10.0 

0.42 

33 


11.0 

0.33 

33 

TX pH in Whole Smoke 

Filter 


5.0 

0.04 

2 


5.1 

0.26 

2 

Tipping Paper Length, mm 


32.0 

0.23 

20 


32.1 

0.35 

20 

Ventilation 

Filler 


45 

1,8 

100 


52 

2.2 

100 

Tobacco Weight, g 


0.599 

0.0010 

2 


0.638 

0.0057 

2 

Total Alkaloids, mg/g 


18.86 

0.247 

2 


19.06 

0.007 

2 

OV After Grinding 


11.4 

0.01 

2 


12.0 

0.02 

2 


Notations s 



ME 6 

- MERIT 

KS REG SP 

me6b 

- MERIT 

83MM REG FTB 

ME 6M 

- MERIT 

KS MENTHOL SP 

MU8B 

- MERIT 

ULTRA LIGHTS 100 REG PTB 

MU8M 

- MERIT 

ULTRA LIGHTS 100 MENTHOL SP 

MU6 

- MERIT 

ULTRA LIGHTS KS REG SP 

MU6B 

- MERIT 

ULTRA LIGHTS 83MM REG FTB 

MU6M 

- MERIT 

ULTRA LIGHTS KS MENTHOL SP 


Tobacco Wt. results for all samples were calculated incorrectly. 

Results were based on 15 cigarettes instead of 50, although 50 
cigarettes were analyzed. The initial values were rejected. Results 
were recalculated & manually entered into the database. 

MEG - Group 1380 Run 17 Port 1 badported because string came loose 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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ME6 - Nic and H2o rejected via TPM/PC should not have received for 

analyses 

ME6M - Nic and H2o rejected via TPM/PC 

ME6M - Group 1380 Run 15 Port 3 badported due to leak; Group 1380, Run 

#11, port #3 - cigarette burned under string, per smoke technician. 

MUBm - Technician noticed the total cigarette weight was too high before 

testing the second rep. The high weight was due to the balance not 
being tared before testing, even though it was tared during 
calibration. A recheck was requested. 

MH8M - Nic and H2o rejected via TPM/PC 

MU8M - Group 1380, run #11, port #10 - cigarette went out after being lit, 

per smoke technician. 

MU6 - Nic and H2o rejected via TPM/PC 

MU6 - Group 1380 Run 8 Port 4 badported due to cigarette going out after 

lit 

MU6 - Group 1380 Run 8 Port 4 badported due to cigarette going out after 

lit 

MU6B - Nic and H2o rejected via TPM/PC 

MU6B - Group 1380 Run 3 Port 17 was badported due to string breaking 

MTJ6M - Group 1380, run #11, port #18 - cigarette went out after being lit, 

per smoke technician. 


cc: 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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